. ts 
Work Order ID 59900 
June 16, 2010 12:55:54 PM . 


+ as 


item ID: D4001-3 


Revision ID: 
Item Name: Fitting 
Start Date: 6/16/10 Start Qty: 2.00 LMU 


Required Date: 6/16/10 Req'd Qty: 2.00 


I 


Reference: 
Approvals: Process Plan: \ = Date 

QC: | peasy, = Date 
Sequence ID/ Operation 
Work Center ID Description 
Draw Nbr l Revision Nbr — 
| D4001 A 
‘101 i 
MIA AU 
Packaging Memo 
Packaging puli from w/o 


2 x D4001-7 B55896 
re-identify as D4001-3 


using new B/N 
{drwg chg/PN chg for Aux tank) 


QC21- Final Inspection - Work Order Release 


NNN 
QC 


Quality Control 


Memo 


Accept 


Reject 
Number Stamp 


Page | 


i 
i 


l Insp. 


a ATTN Setup, stave 
Stop 
Cust Item ID: 
Customer: 
- Se phase Run Start 
_ Tooling: _ _. Date: _ 
Stop 
SPC (Y/N): _ Date: 
= SetUp/  ToollD Tool# ‘Plan Accept Reject 
Run Hours Code Qty Qty 
pee 
0.00 _ 
lA 10- ole-Lb 
0.00 
0.00 


7 

Picklist Print 

June 16,2010 12:55:52 PM 

Work Order ID: 59900 (ONL OAH A 
Parent Item:  D4001-3 INNA AA O I 


Page | 


Parent Item Name: Fitting Start Date: 6/16/10 Required Date: 6/16/10 
Start Qty: 2.00 Required Qty: 2.00 
Comments: IPP rev A 09.12.23 new issue Prelim EC verified by:DD IPP rev B 
10.05.13 ecni0-562 EC verified by:DD 
Component Item ID/ Replacement Mfg/ Bin Primary Last Route Unit of Qtyon Qty per Kit Total Qty Date Status 
Item Name Item ID Purch Item Location Location Seq ID Measure Hand Qty Issued Issued 
D4001-7 Manufactured No Each 2.0000 


ANCA a 


Fuel Filler Bulkhead Fitting = 


Location Loc Qty Loc Code 
ENG 2 


55896 2 = Le odb 


